Compression of Antiproton Clouds for Antihydrogen Trapping 
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Control of the radial profile of trapped antiproton clouds is critical to trapping antihydrogen. We 
report the first detailed measurements of the radial manipulation of antiproton clouds, including 
areal density compressions by factors as large as ten, by manipulating spatially overlapped electron 
plasmas. We show detailed measurements of the near-axis antiproton radial profile and its relation 
to that of the electron plasma. 

PACS numbers: 36.10.k, 34.80.Lx, 52.20.Hv 
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Cold antihydrogen atoms (H) were first produced 
by the ATHENA collaboration and, shortly there- 
after, by ATRAP 2] at the CERN Antiproton Decel- 
erator (AD) [| in 2002. They were produced by mix- 
ing positrons (e + ) and antiprotons (p) held in Pcnning- 
Malmberg traps. Such traps use an axial magnetic field 
to provide radial confinement and electrostatic wells to 
provide axial confinement. Penning-Malmberg traps con- 
fine only charged particles and, consequently, do not con- 
fine neutral H atoms. All the H atoms produced to-date 
have ionized in the electrostatic well fields or annihilated 
on the trap walls immediately after their formation. 

The current generation of experiments [H, HJ aims to 
trap H atoms as this is likely necessary for precision CPT 
and gravity tests. Neutral H atoms have a small perma- 
nent magnetic moment and can be trapped by a local, 
three-dimensional minimum of a magnetic field [6j . Traps 
based on this effect are called Minimum-B traps. To 
trap both charged and neutral species simultaneously, the 
Minimum-B and Penning-Malmberg traps must be co- 
located. The compatibility of Minimum-B and Penning- 
Malmberg traps remains controversial @, H, 0| , but it is 
clear that the two are most compatible if the p's and 
e + 's are held close to the trap axis where the perturba- 
tions from the Minimum-B trapping fields are smallest 
[H, @, Ell- Furthermore, holding the p's and e + 's near 



the axis increases their overlap, and slows the E x B 
drifts of the p's. These drifts increase the kinetic energy 
of the H's that form from the p's, and make the H's more 
difficult to confine in the very shallow Minimum-B traps. 

Successf ul p compression has been briefly reported 



elsewhere [ill, [12|, [13] ; here we present the first care- 



fully controlled and quantitative characterization of the 
process, as well as the first accurate measurements of 
the near-axis radial distribution of p's. We have demon- 
strated areal density increases by as much as a factor of 
ten, and have produced p clouds with radii as small as 
0.29 mm. Clouds of this size are far from the loss lim- 
its Q of our trap jij, and promise to be much easier to 
confine. 

A schematic drawing of our apparatus is shown in 
FigHJ The experimental cycle begins by injecting ~ 120 
million electrons (e~'s) into a 136 mm long electrostatic 
well located in the 3T Capture and Cool trap. The e~'s 
are later used to cool the p's [3] , and form a plasma with 
a radius of ~ 0.84 mm. They quickly cool (calculated en- 
ergy e-folding time of 0.44 s) via cyclotron radiation in 
the 3T field to near the temperature of the cryogenically 
cooled trap walls of diameter 33.6 mm We then 

adjust the radius of this plasma by applying a rotating 
electrostatic potential to an azimuthally segmented elec- 
trode (see Fig. Q]). This technique, called a rotating wall 
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FIG. 1: Schematic diagram of the ALPHA apparatus. A moveable probe on the right alternately inserts an electron gun and 
a MCP/Phosphor assembly. The graph below the schematic plots the axial magnetic field in the trap. 



(RW) potential (lTl Il8j , is commonly used in non-neutral 
plasma research to adjust the plasma density and radius, 
and works by applying a torque to a plasma. If the RW 
frequency is higher than the plasma rotation frequency 
this torque will compress the plasma; if it is lower, it will 
expand the plasma. (The plasma rotates because the 
radial electric field in the trap engenders an azimuthal 
E x B drift.) 

After the e _ are injected and their radial profile is 
adjusted to optimize p cooling, as discussed later, we 
compress them axially into a well of length 30 mm by 
manipulating the electrostatic potentials. Next, we inject 
a pulse of ~ 3 x 10 7 antiprotons from the AD. The p's 
pass through ~ 218 //m aluminium-equivalent degrading 
foils so that ~ 3 x 10 4 have an energy of less than 5 keV 
[lit . These relatively slow p's are captured by directing 
them into a one-sided, 5 kV, electrostatic well. Before 
they bounce out of this well, we erect a second 5 kV wall 
at the entrance end of the trap, thereby confining them 
in the now complete well II 9. 1201 . These hot p's then cool 
by collisions with the e~ [lj, [l9( for 30 s, after which the 
well potential walls are lowered to our working voltages 
of 10-100 V. 

We image the e~'s and p's by allowing them to escape 
along the magnetic field lines onto a microchannel plate 
(MCP) /phosphor screen assembly. We capture the re- 
sultant images with a CCD camera 21]. Some typical 



images, described in detail below, are shown in Fig. [2] 
The spatial distribution of the particles in the trap can 
be deduced by mapping the images back from the MCP 
to the particle trap. Since the MCP is in a B-field of 
0.024T, which is much lower than the trap field of 3T, 
the field lines, and, hence, the particles, expand by a fac- 
tor of ^3/0.024 = 11.2. The e"'s are tightly bound to 
the field lines and follow them closely. However, the heav- 
ier p's exhibit small drifts, most notably the centrifugal 
drift [22j in the low magnetic field region near the MCP. 
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FIG. 2: p and e~ images showing the effects of compression, 
and the resulting radial profiles. The red lines are Gaussian- 
like (i.e. exp(— |r/ro | fc ) , where k ~ 2) fits to the radial profiles. 



These drifts cause the p's to rotate about the magnetic 
axis during extraction. There are several apertures in our 
apparatus located near the positions indicated in Fig. [TJ 
these apertures are clearly visible in Fig. [2] and limit the 
maximum size of the plasmas that we can image. Be- 
cause the p's drift, and because the trap's magnet and 
mechanical axes are not perfectly aligned, the apertures 
are imaged differently for the two species. As a result, 
the aperture image centers are not coincident, and the 
apertures limit the image area differently; the p aperture 
image area is about 40% smaller than the e~ aperture 
image area. 

We calibrate the image brightness by independently 
measuring the charge with a Faraday cup (e~'s) and with 
scintillators (p's). The brightness is linearly [2lJ related 
to the charge, and the calibrations are accurate to about 
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20%. As there are far fewer p's than e~'s, we operate 
the MCP at higher gain (~ 3 x 10 4 ) for p's than for e~'s 
(~ 300). Before imaging the p's we extract all the e~'s 
by momentarily lowering the trap wall, thereby allowing 
the light e~'s to escape before the heavy p's have time to 
react [19j . We repeat these "e-kick" cycles many times to 
ensure that we remove all the e _ 's, while simultaneously 
monitoring annihilations to verify that we do not also 
lose p's. When we do not load p's from our trap (by 
blocking the incoming p beam, or by not applying the 
5kV catching potentials), but otherwise run a normal 
cycle, we observe a null image. 

Figure [3] shows the effect of varying the radius of the 
e~ plasma on the p cooling process. In Fig. [3H, we es- 
tablish that the radius of the cooled p cloud scales with 
the radius of the cooling e~ plasma. We vary the e~ 
plasma radius by varying the RW frequency. Before the 
RW is applied, the e~ radius is about 0.80 mm, and is 
unchanged by a RW frequency of 400 kHz. We can com- 
press the plasma to radii as small as 0.65 mm and ex- 
pand it to 1.95 mm by applying RW frequencies that are, 
respectively, above (3 MHz) and below (10 kHz) this fre- 
quency. Above a radius of about 1.39 mm we do not ob- 
serve enough of the e~ plasma edge to accurately mea- 
sure its half-width-half-maximum [HWHM (our defini- 
tion of the radius.)] For these plasmas we assume that 
the e~ plasma radial profiles are self-similar, and infer the 
plasma radius from the peak density. The inset graph in 
Fig. [3^ validates this approach. 

In Fig. [3Jd we plot the p cooling efficiency as a function 
of the e~ plasma radius. (Less detailed measurements 
of this quantity have been reported by ASACUSA[12T] .) 
The cooling efficiency is the ratio of the number of cooled 
p's to the total number of captured p's, as measured by 
separately dumping these two populations into the de- 
grader and recording the number of annihilations. If we 
do not expand the e~ plasma with the RW, we cool only 
about 24% of the captured p's. With expansion to about 
1.95mm, we can cool up to about 72%. Computer simula- 
tions using the MAD [23| and SRIM [24[ packages predict 
that the radius (sigma) of the incoming p's is about 4 mm, 
which is compatible with our measurements when one 
considers that the plasmas extend beyond the HWHM, 
and the uncertainties in the simulations and their input 
parameters. 

Figure [3] shows that efficient p cooling requires e _ plas- 
mas which are several millimeters in radius, and that the 
resulting p clouds will be of comparable radius. This 
radius is larger than optimal for the Minimum-B trap, 
particularly as the p's expand by a factor of ~ 1.7 when 
they are transferred from the 3 T Capture and Cool trap 
to the IT Minimum-B trap (see Fig. [I]). Consequently, 
we use a second RW cycle, now operating on the mixed 
e~-p plasma, to compress the e~'s and p's before effect- 
ing the transfer. Typical results of this compression cycle 
are shown in Fig. [5J systematic p compression studies are 
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FIG. 3: a) The cooled p cloud radius as a function of the ra- 
dius of the e~ plasma used to cool the p's. The various sym- 
bols correspond to trials with differing total electron numbers 
(100-165 M). The e~ plasma radii for the hollow symbols were 
measured directly from the images; the radii for the filled sym- 
bols were calculated from the central intensity as described in 
the text. The inset figure shows the measured and inferred 
values for the points in the circle dataset where both methods 
could be employed, b) The cooling efficiency (see text) as a 
function of the e~ plasma radius. 



shown in Figs. [4] and [5] For the expansion RW cycle we 
used a chirped frequency drive, and controlled the ra- 
dius and density by changing the final frequency. For 
compression we could not use a chirped drive because 
of unwanted resonances in our system; instead, we used 
a single high frequency drive (10 MHz for the data in 
Figs. [HandU]), and controlled the e~ radius by vary- 
ing the time that the RW was applied. As can be seen 
from Figs. [Hand [5l the p density and radius follow those 
of the e~'s; the results are shown in Figs. [4]b and [5] In 
this series, the p density increased by a factor of 5, and 
the radius decreased to about 0.42 mm; about 11000 p's 
were compressed. Using a higher frequency RW drive 
(20-25 MHz) yielded p densities twice as high and radii 
of 0.29 mm. 

Our measurements suggest that the p's come into equi- 
librium with the e _ 's, and that this equilibrium drives the 
p cloud radius towards the e _ plasma radius. Presum- 
ably, the charges interact through collisionally-mediated 
drag forces. Such "sympathetic" compression has been 
observed in laser controlled multi-species ion plasmas 
[25l ]. We commonly observe that when we compress the 
e~'s too quickly, the p's do not follow the e~'s. (See, 
for instance, the fast e~-compression data in Fig. [4] 
where the compression speed was increased by increas- 
ing the RW drive voltage by a factor of 5.) With fast 
e~-compression, it is likely that the p's are left behind 
in a region of low e _ density where the interspecies colli- 
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FIG. 4: The a) e~ radius and b) p density as a function of 
time, for fast and slow compression. Note that the p density 
does not track the e~ compression if the latter is fast. 
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FIG. 5: The p cloud radius as a function of the e~ plasma 
radius for the slow compression data shown in Fig. [4] 



sion rate is too low to keep the species coupled. Though 
the p's do not compress if we eject the e~'s before the 
compression RW cycle, we cannot rule out the possibility 
that the RW compression acts directly on the p's when 
the RW is applied to a mixed e~-p plasma. 

For the density and temperature conditions of our e~ 's 
and p's, the global thermal equilibrium condition should 
place the p's in a ring just outside the e~plasma [26| . 
Such distributions have been observed in laser cooled 
plasmas [2a |. but we do not observe them. We do not 
know if this is because the p's have not yet fully relaxed, 
they are redistributed during the e-kicking process, the 
e _ plasmas are substantially hotter than we believe them 
to be, the imaging system smears our p images, or some- 
thing more fundamental is responsible. 

In conclusion, we report the first detailed measure- 
ments of trapped p radial compression. We can compress 



the p density by a factor of ten and decrease the radii to 
0.29 mm. These clouds are 10-20 times smaller in radius 
than the clouds reported by ATHENA [13] and ATRAP 
[28j |. Control of the radial profile of the p's is critical 
to their survival in a Minimum-B trap. We have also 
studied the effect of the e~ plasma radius on the cool- 
ing of hot p's. Finally, we have developed a diagnostic 
that gives a detailed radial profile of p's near the trap 
axis. In the crucial near-axis region, this new diagnostic 
is a marked improvement over methods based upon an- 
nihilation imaging [27} , or two data point extrapolations 
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